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July 31, 1914 2060 

Milk— Production, Care, and Sale. (Reg. Bd. of H., Mar. 24, 1913.) 

Article 1. — Sec. 10. No certificate shall be issued for the sale of milk in any store 
or establishment outside of a properly equipped milk plant unless the milk is to be 
sold in properly capped bottles having stamped thereon the name of the dealer 
responsible for the bottling of such milk. No milk shall be bottled except at a properly 
equipped milk plant. The attendant making a sale of milk may transfer it to a con- 
tainer furnished by the customer at' the time of purchase. A special permit must be 
obtained for the sale of milk from bulk containers to be drunk on the premises. Milk 
tickets or tags shall not be used a second time. 

Sec. 11. Milk jars or cans shall not be left at or removed from any house in which 
there is a case of measles, scarlet fever, diphtheria, smallpox, cerebrospinal menin- 
gitis, infantile paralysis, tuberculosis, typhoid fever. 

Sec 12. No person engaged in the business of producing milk to be sold or dis- 
tributed in Waltham shall store, cool, mix, or strain said milk in any room which is 
occupied by animals or used for the storage of manure or in any room used in whole 
or in part for domestic or sleeping purposes, or in any room not satisfactory to the 
board of health. 

Sec. 13. All rooms in which milk is handled shall be kept clean and all utensils 
employed in the storage, sale, or distribution of milk shall be washed with boiling 
water or sterilized with live steam before they are again used. 

Sec. 14. No swine shall be kept within 50 feet of a stable or room in which milk is 
produced, handled, or stored. 

Sec. 15. Manure shall not be stored in any room where cows are kept or in any 
other manner liable to contaminate the milk. 

Sec. 16. All milk produced for distribution or sale in the city of Waltham shall be 
strained and cooled to 50° F., or lower, as soon as it is drawn, but it shall not be cooled 
or stored in any well, drinking trough or other place not approved by the board of 
health. 

Sec. 17. No milk at a temperature above 50° F. or containing 300,000 bacteria per 
cubic centimeter shall be distributed or sold in Waltham. 

Communicable Diseases— Quarantine — School Attendance. (Reg. Bd. of H., Mar. 

24, 1913.) 

Art. 2. — Section 1. No person who has been infected with diphtheria shall be 
released from quarantine until two consecutive cultures, taken with an interval of 
two days, have shown the throat free from disease. The last culture shall be taken 
by the physician of the board of health. 

Sec 2. No case of scarlet fever shall be released from quarantine uotil the board 
of health has certified that all danger of contagion has passed. 

Sec 3. No member of any household in which there is or has been a case of small- 
pox, scarlet fever, diphtheria, cerebrospinal meningitis, infantile paralysis, typhoid 
fever, anterior poliomylitis, tuberculosis, measles, mumps, whooping cough, or 
chicken pox shall be permitted to attend school without a written permit from the 
board of health. 

Vaccination— Required of Persons Connected with Schools. (Reg. Bd. of H., Mar. 

24, 1913.) 

Art. 3. — Section 1. No person who has not been duly vaccinated shall be ad- 
mitted to or connected with any school in this city except as provided by the statutes 
of the Commonwealth. 



